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from Dovery to superintend the unpicking
of all those parts of which he had thought
better. Penelope might have envied him his
patience.
But, unlike Penelope, Gerard did not see
Ms wanderer come home. The carpet was
in the hand-loom in 1912. Gerard died in
1915. I heard that it was possible that the
carpet might be finished this year. I wish
that it might be possible to go back to
Albert's studio in Thurloe Square and sit
in the deep wicker-chair. I wish that it
might be a late spring afternoon again and
that the telephone might ring as I heard it
ring so often. I would take off the receiver.
'Hallo/ I'd say. 'This is Gerard/ the voice
would reply. CI say, the carpet's finished.'